- 244 Grove Street, East Berlin 


2018 Town of Berlin GIS Index. Shaich 
1893 current owner: Carol & William Dobbs 


2 story 


Town of Berlin, CT 


Property Listing Report Map Block Lot —17=4-151A-27 Account 1007320 
Valuation Summary —_ (Assessed value = 70% of Appraised Value) Sub Areas 


Item Subarea Type Gross Area (sqft) | Living Area (sq ft) 
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Outbuilding and Extra Features 
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162 SF. 
Shed Wd Res 192 SF. 
Sales History _ 
Owner of Record Book/ Page Sale Date Sale Price 
DOBBS CAROL V & WILLIAM A 486/ 898 12/12/2002 200000 
WEBBER DIANNE C 435/ 568 6/29/2000 151444 


BENSON RICHARD F & GAIL M 354/ 0 12/3/1993 


Street Index 


Lot Setting/Desc 


Additional Info 


Primary Construction Details 


Sketch 


AsphiF Gis/Cmp 


Exterior Walls Viny! Siding 


Exterior Walls 2 


Fin Basement Area 


Fin BSMT Quality 


Fin BSMT Area 2 


